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SERVICE MESSAGE 


FROM CO? OPS 


RE 


25X1A 


1. WASH 


r REGENCY BACKUP HOT OPERA TI TIG. WASH ON 18670 WITH CALL 


RHOMBIC AND 50 KILOWATTS. 


| ON 18QU8 . TIMES 1100 TO 160QZ DAILY. 

MAY ADD ADDITIONAL HOURS AND FREQS IF REQUIRED.' | | ALSO TESTING lli930 AND 25X1 A 

8055 WITH US DURING ABOVE HOURS. " 


2. WASH 


LINK KNOWN AS 


з. IF POSSIBLE MONITOR AND REPORT 

и. 


- 25X1A 

BY SERVICE TO WASH. ' 25X1A 

AS GENERAL TRAFFIC 25X1 A 


p:T CONTINUES OPERATE THROUGH 
OUTLET BUT NET POSITION PRECARIOUS DUE TRAFFIC OVERLOADS, POOR RADIO TELETYPE 

SHOULD RTTY FAIL, 25X1A 


CIRCUIT TO. 


NO MANUAL OPERATORS AVAILABLE 
CONSISTENT OVERWORK WITH INSUFFICIENT PERSONNEL, AND CRITICAL POLITICAL 
SITUATION WITH URGENT DEPA'DS ON EXTENDED CO: MUNI CATIONS SIiHVI.CE. 


5, 


CANNOT BE DEPENDED UPON TRULY Rill ABLE BASIS NECESSITATING 
ADDITIONAL ••INSURANCE” SUPPORT OUTLET THROUGH YOU, 

6. ROGER 


RPS/JWC 


-I * « a“ m j 
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